AMENDMENT NO. 3 JANUARY 2019 
TO 
IS 14543 : 2016 PACKAGED DRINKING WATER (OTHER 
THAN PACKAGED NATURAL MINERAL WATER) — 
SPECIFICATION 


(Second Revision) 


(Page 5, Annex A) — Substitute ‘IS 3025 (Part 5) : 2018 Methods of 
sampling and test (physical and chemical) for water and waste water :Part 5 
Odour (second revision)’ for ‘IS 3025 (Part 5) : 1983 Methods of sampling and 
test (physical and chemical) for water and waste water: Part 5 Odour (first 
revision)’. 


(Page 5, Annex A) — Substitute ‘IS 4905 : 2015 Random sampling and 
randomization procedures (first revision)’ for ‘IS 4905 : 1968 Methods for 
random sampling’. 


(Page 5, Annex A) — Substitute ‘IS 10146 : 1982 Polyethylene for its safe 
use in contact with food stuffs, pharmaceuticals and drinking water’ for 
‘IS 10146 : 1982 Polyethylene for its safe use in contact with food stuffs, 
pharmaceuticals and drinking water (first revision)’. 


(Page 5, Annex A) — Substitute ‘IS 12252 : 2017 Polyalkylene 
terephthalates (PET and PBT), their copolymers and list of constituents in raw 
materials and end products for their safe use in contact with foodstuffs and 
pharmaceuticals (first revision)’ for ‘IS 12252 : 1987  Polyalkylene 
terephthalates (PET and PBT) for their safe use in contact with food stuffs, 
pharmaceuticals and drinking water’. 


(Page 5, Annex A) — Substitute ‘IS 15185 : 2016 Water quality — 
Detection and enumeration of Escherichia coli and coli form bacteria — 
Membrane filtration method for water with low bacterial background flora (first 
revision)’ for ‘IS 15185 : 2002 Water quality — Detection and enumeration of 
Escherichia coli and coli form bacteria — Membrane filtration method’. 


(Page 5, Annex A) — Substitute ‘IS 15187 : 2016 Water quality — 
Detection of Salmonella species (first revision)’ for ‘IS 15187 : 2002 Water 
quality — Detection of Salmonella species’. 


Amendment No. 3 to IS 14543 : 2016 


(Page 5, Annex A) — Substitute ‘IS 15303 : 2003 Determination of 
antimony, iron and selenium in water by electro thermal atomic absorption 
spectrometric method’ for ‘IS 15303 : 2003 Determination of antimony, iron 
and selenium in water by electro thermal atomic absorption spectrometry’. 


(Page 5, Annex A) — Substitute ‘IS 3025 (Part 67) : 2018 Methods of 
sampling and test (physical and chemical) for water and waste water : Part 67 
Determination of dissolved bromate — Method by liquid chromatography of 
ions’ for ‘ISO 15061 : 2001 Water quality — Determination of dissolved 
bromate — Method by liquid chromatography of ions’. 
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